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THE SOURCE EVALUATIONS IN THIS REPORT ARE DEFINITIVE 

THE APPRAISAL OF CONTENT IS TENTATIVE. 25X1 X 

(FOR KEY SEE REVERSE) 


SOURCE: 

— 25X1 

There was a da m aging fire |~ j in the wood-'Working and wood- drying 

departments of the ■ Transf ormatorenwerk Karl Liebknecht,in Berlin-Oberschoeneweide. 
The cause Is still undetermined,, The damage Is estiimted at 8o , 000 DM., The 

department has, wood and wooden, parts 'used' in the manufacture of transformers 

drying and heating in oil*. The fire brigade succeeded in checking and putting 
Out the fire* 1 
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Comment, The fir© at the Karl Liebknecht plant was previously 
reported thr ough the same channel 9 but apparently ifrom 'a different source <, 


25X1 A 


-4 



Approved For Release 2002/07/26 : CIA-RDP80-00810A000800390008-3 







